250 Berlin Street, East Berlin 
1812 


, William Savage 1790-1848) & Hepzibah Porter (1788- 
1861) 


Colonial 


1934 WPA Census of Old Buildings in Connecticut Survey at the Connecticut State Library Digital 
Collection. Slide # 044 
1812 William Savage current owner: Harold Clark Berlin Road & Savage Hill, faces north 
Wood building, peak roof, 2 end brick chimneys, two | = 
stories and a half, 9 window paired front, 6/6 sash, 3 “ front 
and gable at 2" floor level, 3” gable at 3" floor level, brick 
foundation 


a 


, a 
- 


1935 Susqui-Centennial Celebration of the Town of Berlin — Berlin Old Houses. 

About 1812 William Savage current owner Harold Clark Berlin Road, East Berlin 
1985 Townwide Historic and Architectural Survey of Berlin, Connecticut. Survey 006 

1812 William Savage House current owners Stanton & Dorothy Brown 
2018 Town of Berlin GIS Index. 


Sketch 
1812 present owner Albina Romanski 


Genealogy 


William Savage (1790-1845) son of Seth Savage & Esther DeWolf. In 1812 he married Hepzibah Porter 
(1788-1861) daughter of Isaac Porter & Hepzibah North. They are buried in Wilcox Cemetery. 
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3UILDING AND STRUCTURES 
STATE OF CONNECTICUT ; 
CONNECTICUT HISTORICAL COMMISSION pm spread H 
59 SOUTH PROSPECT STREET, HARTFORD, CONNECTICUT 06106 ‘ 
(203) 566-3005 P 


OISTRICT IF NR. SPECIFY 


#006 {Os Donk | Co actuot — L) Potentiot 


(Historic) 


William Savage House 


‘T 1. BUILDING NAME (Common) 


3 Berlin East Berlin Hartford 
- : R NO NUMBER (and: of location) 
< p 
Vv 250 Berlin Street 17-2/148/1 
ra OWNERIS) 
= Stanton P. & iy ‘ ; oO a 
z Brown, Dorothy M. Berlin 06023 Public eG 
o USE (Present Tiistorie) 
Residence Residence 
ACCESSIBILITY EXTERIOR VSIGLE FROM PUBLIC ROAD INTERIOR ACCESSIGLE T XPUAIN 
Topustic:| K]vee (Jno ves Eno 
18th century vernacular ce. 1812 
B. MA RIALIS) (indicate use of location when appropriate) 
h 
&) Clapboord Asbestos Siding k) Brick See ivi 
rear foundation 
O Wood Shingle O Asphalt Siding Fieldstone 
O Boord & Batten O Stucco 0 Cobblestone 
Aluminum Concrete Cut stone ‘ 
Siding ———— Types Brownstone f n 
5 STRUCTURAL SYSTEM 
i) Wood frome OD Post and beam O balloon 
oO L.ood bearing masonry cj Structural iron or steel 
D) other (Specify) 
© ROOF (Tp) 
{x} Gable O Flot O Mansord OD Monitor | sowtooth 
Other 
4 D Gombrel O Shed O Hip 0 Round (Specify) 
°o 
Iz (Material) 
= Roll 
re] oO Wood Shingle O Asphalt O Tin 0D Slate i} Gable end to the street 
uw Other 


fx) dsphctivshingie. (lheviiep () tits [J Spec ty) [X] Ridge parallel to tho street 


11, NUMBER OF ORIES|T APPROXIMATE DIMENSIONS 


2 1/2 38' x 30 


ONDITION (Strum tural TE Aterien) 


QO Excellent Good Oj Foir oO Deteriorated O Excellent ) Good 


3. INTEGRITY (i456 ations IF YES, EXPLAIN 


Snort L) moved 


O Foir i Deterioroted 


LAN 
0 Shed OD Garage a Other londscope feotures or buildings (Specify) 


O Carclage i) Shop 0 Gorden A 


TS SURROUNDING ENVIRONMENT 5 
{J Open land oe x) Residentiol OD Scattered buildings visible from site 


dus- 
DO Commerciol ice [ ) Rural [xX] High building donsity 
16 INTERRELATIONSHI OF BUILDING ANDO SURROUNDINGS 


Across from Colonel Richard Wilcox House, another early-19th-century 


house. At the north end of East Berlin's largest concentration of older 
houses. (OVER) 


moe 
NEGATIVE ON FILE 
i 


UB QUEN 1ELO EVALUATION’. 


17 OTHER NOTABLE FEATURES OF BUILDING OR SITE (interior and/or extertor) 


The William Savage House has a five-bay facade with a central entry. 
Windows are fitted with old 6-over-6 sash; facade windows are paired and 
offset towards the corners of the house; those on the second floor are 
located immediately under the eaves. The entry has side and transom lights 
wide plain pilasters and a wide plain frieze, and a slightly projecting 
pedimented peak with a molded cornice and a vertical-board tympanum. 

There are beaded corner boards; hewn overhangs are found at the second 
floor and across the gable ends. Twin attic lights are fitted with old 
6-over-9 sash; large twin chimneys straddle the roof ridge. On the left 
elevation is a partially framed-in one-story porch on Tuscan columns. The 
right elevation has side entry with a peaked hood on jigsawn consoles. To 
the rear of this is a later two-story extension on a brick foundation. An 
additional right-rear entry is protected by a Gothic Revival porch. This 


porch bas square chamfered posts and pilasters, elaborate (continued) 
BUILDER 


3 OR! tL OR RCH! U t POR 


Architecturally, the William Savage House is significant as a well- 
preserved example of a transitional central hall house. Although it has 
the twin chimneys, glazed transom, sidelights, and Georgian entry typical 
of central hall houses, the Savage House is unusual in showing many 
details associated with 18th-century central chimney houses. These 
details include the hewn overhangs, paired offset windows, and the 
location of the second-floor windows directly under the eaves. The Vic- 
torian side entry treatments are now valuable in their own right, and 

do not detract from the importance of the house. 


The house is thought to have been built by William Savage in 1812. 


Tercentenary List 


CONTINUATION SHEET 
Item number: Date: 12/84 


William Savage House 


17. (continued) : 


bracing forming round-arched openings, and a scalloped vergeboard. 


